MAILFILE 


12 January 1998 


R . J. REYNOLDS TOBACCO COMPANY 

Winston-Salem, N.C. 27102 
(910)741-5000 


TO; L T WOLFE 

3 COPPERMINE VLG 
FLEMINQTON NJ 08822 



FROM; RJ REYNOLDS TOBACCO COMPANY 
401 NORTH MAIN STREET 
WINSTON-SALEM, NC 27102 


THE FOLLOWING ITEMS HAVE BEEN SHIPPED TOs MIDDLESEX TOBACCO CO 1330XX 

SIS ACCOUNT NUMBER 423360 
450 FLORIDA GROVE RD 
PERTH AMBOY NJ 08861 

FROM ADVANCE NC BY UNITED PARCEL SERVIC BILL LADING NUMBER 0 
ON 01/12/98; 

ORDERED SHIPPED BACKORDER ITEM NO. ITEM DESCRIPTION 

2 2 487376 FORSYTH MFD 5 CTNS. WIDE 

YOUR COMPLETE SHIPMENT IS ESTIMATED TO ARRIVE ON 01/15/98. 

REFERENCE ORDER NUMBER 8008-1180 ON ANY INQUIRIES ABOUT THIS SHIPMENT 
WHICH WAS ENTERED 01/08/98. 

FOLLOWING SHIPPING INSTRUCTIONS WERE PRINTED ON THE BILL 
OF LADING; 

DENNIS-SML.STKR. ON WIRE DISPLY RISER CD 
LGE. STKR, ON FLR. DISPLY RISER CD. 


u> 


Source: https://www.industrydocuments.u.csf.edu/docs/tnfyOOOO 
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